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Inspection Detail 

Case Status: CLOSED 

Inspection: 1249243.015 - Progress Rail Services 


Inspection Information - Office: Iowa 

Nr: 1249243.015 Report ID: 0751910 Open Date: 07/20/2017 

Progress Raii Services 
603 South 3rd Ave 
Marshalltown, lA 50158 
SIC: 

NAICS: 488210/Support Activities for Rail Transportation 
Mailing: 603 South 3rd Ave, Marshalltown, lA 50158 


Union Status: Nonunion 


Inspection Type: 

Referral 



Scope: 

Partial 

Advanced Notice: 

N 

Ownership: 

Private 



Safety/Health: 

Safety 

Ciose Conference: 

07/21/2017 



Ciose Case: 

11/22/2017 

Reiated Activity: 

Type 

ID 

Safety 


Referrai 

1243932 

Yes 


Health 


Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

other 

Unclass 

Total 

Initial Violations 

1 



1 


2 

Current Violations 

1 



1 


2 

Initial Penalty 

$4,500 

$0 

$0 

$900 

$0 

$5,400 

Current Penalty 

$4,500 

$0 

$0 

$900 

$0 

$5,400 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 


# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1. 

01001 

Serious 

19100028 B03 I 

10/13/2017 

11/08/2017 

$4,500 

$4,500 

$0 


Z - Issued 


2. 

02001 

Other 

19040040 A 

10/13/2017 

11/08/2017 

$900 

$900 

$0 


Z - Issued 


Accident Investigation Summary 

Summary Nr: 97561.015 Event: 07/20/2017 Employee Falls Through Unguarded Skylight And Suffers Multip 

At 8:00 a.m. on Juiy 20, 2017, an empioyee was walking aiong a roof top to repair an exhaust fan. The employee stepped on an unguarded fiberglass skylight 
panei and feii approximateiy 32 feet to the concrete floor. The empioyee suffered a broken peivis, shoulder, punctured lung, damaged kidney, arm and ieg 
injuries. 


Keywords: roof opening, skyiight, arm, fracture, ieg, roof, iung, kidney, faii, shouider 



Inspection 



Degree 

Nature 

Occupation 








Dislocation 


Machinery maintenance occupations 


1 1249243.015 


Hospitalized injury 
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